aT ee 


GLASPIE gOS fu dw De be CLEC TALG ALY 


CENT, SITELLIGEICE SSECY coo roof iA: A 


Approved For Release 1999/09/09 : Cl 


INFORMATION REPORT cp no, 25x1A2g 
SECRET 
Con AL, 
COUNTRY Yugoslavia ze DATE DISTR. 11 way 1949 
SUBJECT Reconstruction of Sterege Plant for Petroleun NO. OF PAGES Losxi1a 
Products in the Split Area , 

PLACE _29X1A6a NO. OF ENCLS. 
A {LISTED BELOW) 
DATE OF | SUPPLEMENT TO 


25X1X6 REPORT NO. 


I TIO 


1. Reconstruction work on o11 storage plants is being carried out in the Split 
erea between Salona ani Kestel Sucurac. ; 


2- The reconstruction program includes: 


&o Re-sctivation of the former Shell company storage tanks, situated near 
Salona. The pumping plants have already been put into working order and 
it is estimated’ that five tanka (of 2,000 cubic meters capacity each), 
Will be ready by dune 1949, 


bo The laying of foundations for the construction of 15 te 20 storage tanks 
above ground level, 


es Exeevation aml preparation of ground for subterrancen storage tenke of 
reinforced concrete. 


5, About three hundred workers are at present enployed upon this new construction 
work. 
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